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1. Attached for your retention is a sketch of the Cierna nad Tisou railroad yards 
Although it is realized that several such sketches have been sent to you, it 
is hoped that this may be useful as corroboration or to add detail to the 
coverage of the subject. 
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KK station traffic office n waiting r t.H>m @to i 
Custom house (bMb <= finances guard } ; 

S&B « finances guard office; 

Host office? 

Switch control rooms; (operating of" shunts) 5 
hailraod maintenance* manager; 

HR maintenance depot 5 

fost® and hft~fr eight depot; 

loading and unloading platform (to Kc^S*. ); 

Engine fuel depot (gas, oil etc.}; 

OnrACTA « 

ivi^cneijt uud feiOSSj 

Canteen ; 

CSD enrol o’^ef flat s x 
Bafh^roon.j 

Underground waters tank 5 

Radio® switchboard (loud speaker ) for manipulation with trains and 
engines ; 

Transformers 

Scale - load capacity 100, 000kg s 
Engine shod; 

Turntabla *=* for OSD engines only; 

Coal filling station; 

Water filling station; 

Loading station manager 8 tt office; 

Cranes *» scrapers on the ra&ls, two of them 0/iS cu m t . two X cu n> 5 
Depot for piece goods; 

Loading and unloading platform (to Ko. .26.); 

Reloading sector • (by workers ■* not mechanic all v ) « iron vnd %,, U K ore 
wheat 5) piece goods etc-; 

Mechanically reloading sector (scimpers) - iron or© p wheat etc.. ; 
Marshalling yard (normal gag©) and rails net -work for trains from 
B&LKaN countries (Romania ' and Bulgaria) ; 

Reinforced concrete loading platform » 1. ought *.bou* 4^0 m 
Depot; ‘ " ‘ •" '* * 

Covered loading platform; 

Loading platform; 

Depot; 


~ -Koo 31- - 35» are occupied by CaECHOSLCVtfK aHmX, for roloa. hu of 

between CSR and USSR; 

3u ® hexou.axu t , pxavf d:rs.i| about 3oJ m ; 

J7 « Covered reloading platform (part of Ko.,36* )$ 

•?o « Depo|r to- No., ^6,, and office; 

39 « Refilling pumping system for gas, oil etc., ; 

40 «■ Office? 
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